20-50mm Green Garden Turf Mate Realistic Artificial Landscape 


Grass 





Material: PE+PP 
Pile Height: 20-50mm 
Gauge: 3/8” , Stitches:120s/m-200s/m 


Density: 12600-21000 turfs/m2 





Advantage 


Do you want a space that is safe, healthy and beautiful? 
20-50mm Green Garden Turf Mate Realistic Artificial 

Landscape Grass is your choice. It can not only create a 
green space and bring you excellent visual enjoyment, but 
also save you labor maintenance costs, time and steps of 
care. The back drain hole design makes cleaning and care 
easy. We provide customized services, 1-4 colors of grass 


silk combination, specially designed for you. 


https://www. ecoturff. com/product/artifical-landscape-grass/ 
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